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1. FDA ADVISES THAT FRANK E. LUNDIN. M.D., CHIEF, EPIDEMIOLOGIC STUDI 
ES 

BRANCH, DIVISION OF BIOLOGICAL EFFECTS, BUREAU OF RADIOLOGICAL HF.LATH 
WILL BE IN THE UNITED KINGDOM JUNE 19-25, 1975. 

2. THE PURPOSE OF THE VISITS WILL BE: 

1. LONDON, ENGLAND - TO DISCUSS WITH DR. IAN SUTHERLAND OF THE MRC IN 
LONDON THE PROGRESS OF THE CLINICAL TRIAL OF DIAGNOSTIC ULTRASOUND AS 
USED IN OBSTETRICS, JUNE 19, 1975. 

B. BIRMINGHAM, ENGLAND - AS PROJECT OFFICER FOR THE OXFORD SURVEY OF 
CHILDHOOD CANCERS, TO MAKE A SITE VISIT TO REVIEW THE PROGRESS OF THE 
STUDY AND TO EVALUATE CRITICALLY THE POSSIBILITY OF ADDITIONAL RESEAR 
CH, 

JUNE 20-24, 1975. 

C. HARWELL, ENGLAND - TO DISCUSS THE BRITISH EXPERIENCE WITH THEIR RE 
CENT 
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NATIONAL RADIOLOGICAL PROTECTION BOARD, HARWELL, ENGLAND, JUNE 25, 19 
75. 
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